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TRUNK TRANSMISSION MAINTENANCE INDEX 
LOSS COMPONENT 
MANUAL SUMMARY PROCEDURES 


1, GENERAL the manual summary proecedures, The South- 
western Company will use the mechanized 


1.01.1 This addendum is reissued to cancel summary procedure, 
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